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Message Text 


UNCLASSIFIED 

PAGE 01 MUNICH 01158 261252Z 
42 

ACTION COME-OO 

INFO OCT-01 EUR-25 ISO-OO EB-11 RSC-01 DRC-01 /039 W 

000285 

R 261240Z JUL 74 
FM AMCONSUL MUNICH 
TO SECSTATE WASHDC 5195 
INFO AMEMBASSY BONN 

UNCLAS MUNICH 1 158 

E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: PRODUCT OPPORTUNITY - MEDICAL EQUIPMENT 
REF: (A) MUNICH A-42, (B) STATE 159646 

1) INFORMATION FROM PROCUREMENT OFFICIALS INDICATES THAT BIDS 
FOR MEDICAL EQUIPMENT OF SUBJECT PROJECTS WILT. NOT BE ACCEPTED 
BEFORE THE EARLY MONTHS OF 1976, IN ACCORDANCE WITH THE NORMAL 
SCHEDULE. OVERALL CONSTRUCTION STATUS OF PROJECTS REMAINS 
ESSENTIALLY THE SAME. PLANS STILL CALL FOR CONSTRUCTION TO BEGIN 
IN SUMMER OF 1975. TIMING IS SUCH THAT BOTH HOSPITALS WILT. 

BE TAKING EQUIPMENT BIDS AT APPROXIMATELY THE SAME TIME, 

EARLY 1976. IT IS STILL ADVISED, HOWEVER. THAT INTERESTED 
U.S. SUPPLIERS ESTABLISH DIRECT CONTACTS WITH PROCUREMENT 
OFFICIALS AT AN EARLY DATE AT THE FOLLOWING ADDRESSES: 

FOR KRANKENHAUS BOGENHAUSEN: 

KRANKENHAUSREFERAT DER STADT MUENCHEN 
D-8000 MUENCHEN 2 
LEDERERSTRASSE 17/11 

ATTN: HERR WUERZINGER, TEL. (089) 215-8866 
FOR KLINIKUM AUGUSTINUM: 

VERWALTUNG DES STIFTKLINIKUMS COLLEGIUM AUGUSTINUM 
D-8000 MUENCHEN 70 
STIFTSBOGEN 74 
TEL. (089)71021. 

UNCLASSIFIED 
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2) POST IS CONTINUING TO FOLLOW PROJECTS IN THE MUNICH PRESS 
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AND WILL REPORT ANY CHANGES IN THE ABOVE SCHEDULE IMMEDIATELY. 

SPIVACK 


UNCLASSIFIED 


NNN 
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Decaption Date: 01 JAN 1960 
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Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MUNICH01 158 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740203-0443 
From: MUNICH 
Handling Restrictions: n/a 
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ISecure: 1 
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Original Previous Classification: n/a 
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